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Case Number; 2018'002974 


Sex: M Race: Caucasian 


Name: David G Cannon 


Aae 079YR 


DOB 


939 


SSN. 


TIME OF DEATH: 


Date: Actual: 
Street#: 2435 
State: SC 


10 / 01/2010 


Room 402 


Time: Actual: 

City. Columbia 
2!fi: 29204 


7:50 


INCIDENT INFORMATION: 
Date: 


Time. 


CItv: 

CAUSE OF DEATH; Chronic obstructive pulmonary disease 


State. NA 




AKA: 

FKA: 


N/A 


. N/A 


Manner of Death: Natural 

Case Summary 

Mr. David G. Cannon was admitted to Providence Hospital on 9 26 IB due to Chronic Obstaictlve Pulmonary Disease patient. 
Mr. Cannon was place on hospice on 9 28 18 due to decline rn health. Mr Cannon was pronounced on 10 01 16 and 
Dr, Robert Hartvlgsen will certify the death certificate. 
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